


730 Massachusetts Avenue 
Arlington, MA 02476 


Date: November 22, 2021 

Time: 6:00 pm 

Location: Office of the Board of Assessors, Conference Room, Town Hall 1st floor 
Also available via ZOOM 


Minutes: 
The meeting was called to order at 6:15pm, by Robert Greeley. William Zagata seconded the motion, 
voted unanimously. 


In attendance: William Zagata, Paul Tierney and Robert Greeley. 

Robert Greeley motioned to approve the minutes from the November 8, 2021 meeting. William 
Zagata seconded to motion, voted unanimously. 

Paul Tierney gave a Classification update, in preparation of the Classification hearing to be 
held November 22, 2021. 

Motion to Enter Executive Session at 6:45 was made by Robert Greeley. William Zagata 
seconded the motion, voted unanimously. 

Motion to exit executive session and adjourn the meeting was made by Robert Greeley at 
7:00pm. Motion seconded by William Zagata, voted unanimously, meeting adjourned. 


Respectfully submitted, 
Paul Tierney 


